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INFO OCT-01 ARA-06 ISO-00 /012 R 

DRAFTED BY A/SY/OPS/TAVSB:CJMINOR:JG 
APPROVED BY A/SY/OPS/T:DGFISCHER, CHIEF 
DESIRED DISTRIBUTION 
A/SY/OPS/EO/ARA 

300915Z 042583 122 

R 292324Z MAR 77 
FM SECSTATE WASHDC 
TO AMEMBASSY BOGOTA 
INFO AMEMBASSY PANAMA 


Message Text 


LIMITED OFFICIAL USE STATE 069773 
BOGOTA FOR RSO; PANAMA FOR OIC/RTC 
E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: WALK-THROUGH METAL DETECTOR SHIPMENT 

REE: BOGOTA 0202 

1. SECOND INTEX SENTRIE MODEL FS-1 WALK-THROUGH METAL 
DETECTOR FORWARDED VIA BRANIFE AIR FREIGHT, WAYBILL 
NUMBER 002805567.22. 

2. SHIPMENT CONSISTS OE TWO BOXES. 

CHRISTOPHER 
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Disposition Comment: 25 YEAR REVIEW 
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Disposition Event: 
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Document Source: CORE 
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Enclosure: n/a 
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Errors: N/A 
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Handling Restrictions: n/a 
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Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 059007ac-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN SY 
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Previous Classification: LIMITED OFFICIAL USE 
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Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 
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Review Release Date: n/a 
Review Release Event: n/a 
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Subject: WALK-THROUGH METAL DETECTOR SHIPMENT 
TAGS: ASEC 
To: BOGOTA 
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